Information for Colorado Prescribers of Prescription Drugs 


Vyepti™ (eptinezumab-jjmr) Single Dose Vial 100mg/mL 


Provided below is the Wholesale Acquisition Cost (“WAC”) of VYEPTI for a single dose vial at 
the available dosage strength. The WAC is the price that VYEPTI is sold to 
wholesalers/pharmacies as of January 2022. 


The prices listed here do not necessarily reflect price per dosage, price per course of treatment, or 
the cost effectiveness of the products listed. 
Vyepti Single Dose Vial 100 mg/mL: $1,570.68 


There are no generic products in the same therapeutic class as VYEPTI.* 


See full Prescribing Information for VYEPTI at 
https://www.lundbeck.com/upload/us/files/pdf/Products/Vyepti_PI_US_EN.pdf 


* As defined by Colorado H.B. 19-1172, to be codified at C.R.S. 12-280-308. 
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